OLID-STATE 
3-CHANNEL 
COLOR ORGAN 


By DONALD LANCASTER 


Construction of a well-designed display device that produces changes 
in the color intensity and hue in step with musical signals. Can be 
connected to hi-fi amplifier and will handle 1 kw. of light power. 


and a “too electronic looking design” have discouraged popu- 
lar acceptance. It is felt that the present design overcomes 
some of these objections. 

The color organ to be described consists of two units, @ 
control box the size of several books, and its associated 
display, the size of a bookshelf. The former is capable of 
handling up to 36@ watts per channel of regular 120-volt 
light bulbs, parallel connected, giving a total power capa- 
bility of around one kilowatt. The control box operates off 
the loudspeaker terminals of any music system and consumes 
less than one watt of audio power. Efficiency is over 97% 
at full output, and control-box heating is negligible. Power 
“on-off,” red drive, blue drive, and green drive are the only 
controls necessary. The over-all level is adjusted to meet 
average listening requirements by changing taps inside the 
unit; once set on a given music system, adjustment is un- 
necessary. The filters that separate the music into its com- 
ponents are adjustable to select the portions of the audio spec- 
trum and to compensate for the nature and quality of the 
program material. 

Fig. 1 is a block diagram of the system. It is first nec- 


Author's 300-wost 
light display measures 40” x 30” x 5”, 


Fig. 1. Simplified block diagram of the color organ described. 
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essary to divide the audio spectrum with the filter system. 
This is accomplished by a high-pass, bandpass, and low- 
pass filter network, Adjustable LC filters were chosen for 
their availability, their uniformity, and their steep slopes 
beyond cut-off. 

Next, it is desirable to derive a d.c. control voltage from 
the filter output. A drive control at this point adjusts the 
maximum value of a given filter output. This is followed 
by a rectifier and filter network. 

The actual illumination level is controlled by varying the 
duty cycle of the a.c. wave impressed on the load. This is 
shown in Fig. 2A. For convenience, alternate cycles are 
inverted by means of the full-wave rectifier to insure only 
positive or zero values of voltage. This does not affect load 
power. 

A silicon-controlled rectifier (SCR) in series with each 
lamp load behaves as a simple switch, turning on when its 
gate is pulsed and remaining on for the rest of the cycle. 
The SCR turns off as its anode voltage approaches zero. 
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Fig. 2. Waveforms showing response of one channel to audio input. 


|. 3. Frequency-response characteristics of the three filters. 
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Control box 8” x 6” x 4”) con handle 1 kw. of lighting power, 


Figure 2B illustrates the gate pulses that are required. 

The remaining block, as shown in Fig. 1, is the key to 
the control-box operation. This is the rate generator. This 
circuit converts the d.c. control signal from the filter to a 
time delay that determines when in the cycle the SCR will 
re. Note that the greater the d.c. control signal, the earlicr 
in the cycle the SCR will fire. This is accomplished by a 
saw-tooth oscillator, which always starts as the a.c. cycle 
passes through zero and stops, or discharges, after reach- 
ing a predetermined value. A gate control pulse is pro- 
duced during the discharge. The input d.c. centrol signal 
determines the slepe of the saw-tooth, and thus the time 
delay. A large d.c. control voltage will cause a steep slope 
and a very early discharge and SCR firing; a small signal 
will cause a gradual slope and a firing near the end of the 
cycle; while no signal at all will prevent the SCR from fir- 
ing during that cycle. A synchronizing circuit always fires 
the rate generator during the zeroes of the a.c. voltage. 
This assures the same delay for a given control signal. 

The SCR is also triggered at the a.c. zeroes, but will not 
remain on at this point. The net effect is to produce a neg- 
ligibly small pulse of load power at this point—one that is 
not visible. Fig. 2C illustrates the ramps produced while 
Fig. 2D represents the control voltages, and Fig. 2E shows 
the original audio signals that produce the indicated result. 

A detailed explanation of the rate generator and SCR 
theory is available elsewhere and will not be repeated here. 

It should be noted that full-wave control of the light bulbs 
exists and, unlike some thyratron controls, the bulbs will 
light to full normal brilliance if enough audio signal is pres- 
ent. The forward drop of the SCR is considerably less and 
thus the SCR is more efficient than a gas thyratron. 


Circuitry 


The circuit diagram of the color organ is given in Fig. 4. 
Considering the obvious first, $1 is the power switch and 
must be capable of handling full-load current. As d.c. bridge 
circuitry is employed, a fuse is a desirable and necessary 
item. This, too, is rated at maximum load current. PL1 serves 
as the indicator and receives its voltage through the re 
tive drop of C15. SR1, SR2, SR3, and SR4 are the inverting 
power diodes, These handle the total load current and must 
withstand the peak inverse of the applied line voltage. Zener 
diode CR4 and RI serve the dual function of providing a 
stable voltage for the rate generators and also provide the 
synchronizing pulses required to fire the rate generators 
as the a.c. voltage swings through zero. RI is a high-wattage 
unit that develops considerable heat and thus it should 
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be located well away from the 

Having dispensed with the power-supply circuitry, the 
signal flow through the circuit may be traced. The signal 
enters via shielded cable to transformer Tl. Tl serves two 
important purposes: First, it allows a suitable choice of 
drive signal and impedance matching and second, 7'1 isolates 
the bridge circuitry from the music system. Should any part 
of the circuit beyond 7'1 be grounded, the full line voltage 
will appear across CR4 causing the immediate and untimely 
death of this component, as well as possible other damage. 
Also note that a person coming in contact with this common 
may encounter twice the normal line voltage hetween this 
common and the nearest earth ground such as a radiator or 
water pipe. As long as the only case connection is made at 
J and as long as 71 remains in the circuit, there is no 
potential shock hazard. 

The signal splits beyond Ti and enters the filters. The 
filters are, respectively, an m-derived high-pass, a proto- 
type bandpass, and an m-derived low-pass filter. The re- 
sponse curves are shown for typical inductor settings in Fig. 
3. The steep slopes give brilliant crescendos of color as the 


fe-generator circuitry. 


ched in the music content. The induc- 
tors used employ variable ferrite cup cores which have the 
advantages of very small size, wide tunability, and negligible 
external field. Their disadvantages are very high cost and a 
lack of ready availability. A single cup core is capable of 
providing as mach as 6 henrys = 2 henrys inductance in a 
two cubic inch package. The cup core finds wide application 
in tone telemetry systems. Suitable substitutes ave discussed 
later in this article. 

Very little, if any, interaction was noted, so no isolating 
impedances are used between the filters. R14, R15, and 
R16 are the drive-control potentiometers and are 2-watt 
linear-taper controls, CR1, CR2, amd CR3 rectify the sep- 
arate channel audio signals. These signals are filtered by 
C9-R11, C10-R12, and C1-R18. These capacitors differ in 
value since more filtering is required in the lower frequency 
chamnels. Excessive filtering causes objectionable time lag 
effects, while insufficient filtering allows audio to foul up 
the rate generators. 

Q1, Q2, and Q3 are the slope generators. They are p-n-p 
transistors. The apparent collector-emitter impedance is a 


crossover point is rei 


Fig. 4. Schematic of the color argon. Silicon-controlled rectifiers driven by unijunction transistors operate the light bulbs. 
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R2,R3,R4—390 ohm, 
RS.R6,R7—47 ohm, Vw. res. 
RS.R9,R1V—3300 vhm, Ya w. res. 
RILR12,R 131700 ohm, 
RERIS,R16—5000 ohm. 2 


power diode 


linear-tapet pot 


C1.C2,C5,C8—1 uf.. 200 v. eopacitar piv) 
C3.C$—02 uf. 200». capacitor Li 

C6—.1S uf. 200 v. capncitor L215 hy, variable 
C7—015 pf. 200 v. cupaciter LIAS hy. variable 


C91 uf,, 28 v. vlec. capacitor 
C1O—S uf., 25 v. elec. capacitor 
CH—I0 ul. 25 v. elec. eupuciter 
C12,C13,CI4—033 uf. 200 vw 
+= 10% 

CIS—I ifs 200 v, puber or oil-filled capucitor 


capacitar 
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SRISK2,8R3SRI—1N250. 10 amp., 200 p. 


CRI.CR2.CRI--IN3IA, 100 m 
CRI—1N1820. 20 v, 10 2. 
SCRI,SCR2.SCRI—I 
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Ti—UVniversat audio nurput trans, 4-14.00 
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Q4,05,06—2N1671 unijnnctian transistor 

Substitutes for cup-core filters. 

LI—UTC 4¥VIC-8, Triad 4C- 
#C-2317 

LI-UTC #VIC-12, Stancer #C2327, Thor- 
darson #26C40, Tried #C.21V 

LI-UTC #VIC-1S, Triad #C-6X, Thordar- 
‘son #26042, Stuncer #C-1706 

The UTC units arc innable toreids and arc 

higher in cust than fixed values. All other are 

nen-variable fixed indncturs. Filter values 

might require alteration. 
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Heat sink and chassis-mounted components are shown at the top. 
At the bottom is the circuit board and associated components. 


function of the base drive current. This variable impedance 
serves as a variable resistance, which, respectively, charges 
timing capacitors C12, C13, or C14. These capacitors are 
discharged after reaching a critical value by unijunction 
transistors (UJT) Q4, Q5, and QG. A pulse is produced across 
R4, R8, or R2 as the respective UJT fires. This is the gate- 
control pulse. R8, R9, and R10 serve as current-limiting re- 
sistors, while R5, RG, and R7 act as the respective UJT load 
resistances. It may be noted that the circuitry from the d.c. 
filters onward is simply in triplicate. 

The heart of the unit is the three silicon-controlled rectifi- 
ers SCR1, SCR2, and SCR3, rated to handle maximum chan- 
nel load current and peak forward line voltage. The units 
chosen, the Texas Instruments Type TI-40A2, represent a 
good compromise in performance, economy, and availability. 
SO1 is the output jack which should be female for safety 
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reasons. It should be capable of handling total display current. 
The display circuitry is straightforward, consisting of 
three strings of lamp sockets sharing a common connection. 
Heavy cable should be used between control box and dis- 
play since up to 9 amperes of current may be handled. 


Display Considerations 


The display, as chosen, is intended for home hi-fi use or 
as a frontispiece for a small band. Its size and configura- 
tion are primarily determined by the materials available and 
the over-all effect desired. The unit measures 40” x 30” x 5”, 
not inchiding the small feet, and is constructed of 3/16” 
plywood, using glue and small weod screws. The reflective 
liner is simply heavy-duty aluminum foil (freezer foil) crum- 
pled and stapled in position to the back panel of the display. 
The display unit is fnished flat black. A white Formica top 
adds a professional touch and saves some surface finishing. 
The treble clef is merely ornamental and is supported by two 
long 8-32 machine screws. The display has a dozen cleat 
sockets in the bottom for the light bulbs. These are wired as 
follows: low (blue), low (blue), low (blue), med. (red), low 
(blue), med. (red), med, (red), hi (green), med. (red), hi 
(green), hi (green), hi (green). This was found to give a 
uniform spectrum of color and avoids sharp discontinuities 
between celor channels. Regular 25-watt, 120-volt colored 
light bulbs are used. Note that four lamp bulbs are used for 
each of the three channels and they would consume 100 watts 
of power per channel with the lamps fully lighted. In opera- 
tion about 70 watts is used per channel. As the circuit stands, 
as many as fourteen 25-watt bulbs could be handled in each 
of the three channels, if considerably more light is desired 

Additional lights across the top of the display would bal- 
ance the final appearance, but this is hardly necessary. The 
display is quite visible even under high room ilhnnination. 
The best over-all color effect is obtained in a subdued light- 
ing area. The control box is capable of driving three or four 
displays simultaneously, or a single large display. 


Packaging 


The centrol box is a spot-welded steel box with a brushed 
aluminum top plate and is finished in heavy gray wrinkle. 
The electronic components fall naturally into three groups. 

The first group is the chassis-mounted parts, which consist 
of the input and output connectors, the line cord, and the 
fuse. The second group consists of all high-current devices, 
which mount on a piece of extruded heat sink, using in- 
sulated mounting techniques. The power diodes, Rl, the 
zener synchronizing diode, and the three silicon-controlled 
rectifiers mount on this sink, In continuous operation, a 
slight temperature rise of the sink will be noted, but hardly 
enough to justify venting the ceutrol box. 

A printed wiring board mounts the third group of com- 
ponents, consisting of the cup cores, the rate generators, all 
small parts, the switch, and the pilot light. Intercennections 
are made by way of solder terminals and small wire jumpers. 
Spacers separate the circuit board and the heat 
circuit board was used, single copper clad. 

Four rubber feet and three Raytheon color-cap knobs com- 
plete the package; the knob colors correspond to the channel 
colors and are in the relative position as the channels appear 
in the display. The top plate is 1/32” aluminum, wire brushed 
and anodized with lye. Decals and a plastic spray coat com- 
plete the construction of this panel. 


Home Construction 


The shop methods and production techniques used in the 
construction of this unit are merely for convenience and, 
by making several obvious changes, the unit may be easily 
duplicated by the home constructor 
The use of a larger box and wired circuitry is recom- 
(Continued en page 76) 
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FOR “DOCTORS OF 
SERVICING” 


Where there’s 
a contact... 
or a relay... 


Service with Contact Shield! Pro- 
tective! Corrective! it not only 
cleans and safeguards contacts bet- 
ter on TV, radio, and hi-fi sets; on 
all relay-operated electrical equip- 
ment, regular protective mainte. 
nance with this versatile cleaner 
prevents sticky relays—while cor- 
rective servicing unsticks them 
in seconds. Promotes greater con- 
ductivity, keeps relays working 
smoother, longer. Contact Shield— 
the professionat service man's 
cleaner. 
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APPLICATIONS 
Hons Pin Spotters 
i Automatic 
; eae anines e Pinball Machines 
‘ Slot Machmes © Telephone Switchboards. 
© [BM Computers and other data 
processing equipment tf 


(ndustrial Equ, 
4 welding machines, etc. 


For handy guidebook to better servicing, write Channe! Master Corp., Ellenville, N.Y. 
CIRCLE NO. 109 ON READER SERVICE PAGE 
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ly 314” slim... for only HOW TO ENJOY THE 


VERY BEST IN MUSIC 


FERS 


1/ Install Bozaks in a sturdy infinite 
baffle of 4 or more cubic feet... 


@ B-209A 


ASE 


N-10102 


in sound. Three advanced speak- 


| 
crs are employed—two high efficiency 6”x9” B-207A 
Speakers and a 4” tweeter=to deliver ast 
ing sound reproduction for a unit of this 


and low cost, Handsome solid walnut eab- 
inet and smart two-tone grille cloth, 


Petfect for FM Multiplex, economy hi-fi or 
stereo, extension speaker for record player, 
radio or TV. Can be used on a shelf, table, 


ing clips 


2/ Wire them like this and connect the 
system to the 8-ohm taps of a clean 20- 
watt amplifier with a top-grade front end 
and a fine program source , , , 


floor or wall ‘mounted. Special m 
are included for flush wall mounting. 


‘The Chatlenger 3 Speaker 
System... electrical cross- 
over—20 watts peak power— 
volume control, 13” wide x 


5.200, 
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high x 34” slim. 


ELECTRONICS 
SEM Mable Avenue, Westbury, 
Please ship, Challengers at $24.65 each. 
My remittance for 5. —_is enclosed. It is 
understood that I have a T0-day return privilege 
for full refund if not completely satisfied, 


3/ Install yourself in an easy chair, 


for plans and technical 


| 
| 

| 

| 

| lita 
1 Satails, write 
| 

I 

I 

J 


Name. 
Address 


DARIEN/ CONNECTICUT 


CIRCLE NO. 106 ON READER SERVICE PAGE 


-| be spaced well aw 


Solid-State Color Organ 
(Caneiaucel premisiege:ss) 


mended, employing a “Minibox” or 
equivalent. A block of aluminum or 
copper of fairly good size can replace 
the heat sink extrusion. The insulated 
mounting wafers and bushings provided 
with the zener. the power diodes, and 
the controlled rectifiers must be used 
and all circuitry must be isolated from 
the heat sink. The substitution of stand- 
ard 6-32 hardware for the “Rivnuts” 
used is obvious. 
The cnp cores 
for this application 


were custom-wound 
nd neither the cups 
nor their contained t-formed coils are 
readily ilable. TIowever, small filter 
chokes or filter reactors of similar induct- 
ance values are readily available at parts 
‘pical substitutes and their val- 
are given in the parts list accompany- 
ing Vig. 4. 
Liberal use of tie-points and possibly 
component board or two should make 
iring straightforward. 
The power diodes may be purchased 
surplus items, for a considerable cost 
avings can be realized on this item 
Jone. 
Component arrangement is not at all 
or as long as all leads remain sen- 
sibly short. The power resistor RI should 
v from the transistors. 
Teavy-gauge wire should he used for the 
higher current portions of the circuit. Be 
certain not to omit T1 and he certain 
that the common bus does not contact 
either the case or external ground; fail- 
ure to do so will give the zener diode a 
life measured only in milliseconds. 
Crossover frequencies of 250 and 
1400 cps perform reasonably well for all 
apr ions and represent the median 
values of possible crossover points. 
“Tuning up” consists simply of attach= 
ing the unit to the 8- or 16-ohm Toud- 
speaker terminals of the hi-fi sound sys: 
tem and adjusting the input taps on T1 
to give optimum performance. Moderate 
loading of the speaker may occur, drop- 
ping the volmme level considerably in 
some cases, depending on the output 
impedance and power rating of the am- 
plifier. Turning up the volume or lond- 
ness control on the unit will cempensate 
for this effect. 


Performance 


Performance is surprisingly good and 
is singularly beautiful at moderate listen- 
ing levels. Unlike other color-organ de- 
signs, the lights completely extinguish 
between ages, giving a weird and 
beautiful effect. The unit may be used 
with any andio equipment, but the use 
of a.e-d.c. equipment is not recom- 
mended. 

What about stereo? There are two an- 
swers to this: (1) use two color organs 
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or, more practically, (2) add a “phan- 
tom” center output transformer and use 
this to drive the display. 

No definite estimate of bulb life can 
be given since in over thtee months of 
continuous demonstration and use not 
one bulb has failed. Apparently, bulbs 
will last as long or possibly longer than 
they would under normal use, 

Additional audio gain could be incor- 
porated in the control box to allow oper 
ation from a microphone, but experi- 
ments showed that ambient noise levels, 
i.e., conversation and traffic, posed quite 
a severe problem to this type of opera- 
tion. 

fn use with a small band, the control 
box can be attached to the guitar or ac- 
cordion amplifier ' that 

Speech fed into the color organ can 


cause objectionable transients and, in something 


some cases, it is advantageous to mute 


the organ during this type of program extra that 


material. 
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By CLARENCE A. ELLIOTT 
own one of the earlier Heathkit 
scilloxeupes, you niay be having 
trouble with the geatienle. It may he 


catlvar 20) UigAiteGOSTMifek Ted. bert ives the} 
Rani eertaie When tube deterioration causes fuzzy TV pictures, 


aly} Gunulfe ehclly mars the beauty of the music in a hi-fi system, robs 
communication gear of crisp, clear reception or trans- 
mission — the choice of the right tube replacement 
can make a world of difference. Let’s take a look at 
some Sonotone tubes and see why they offer that some- 
thing extra that contributes to better performance. 
Take the 12AX7A. Its unique damper mica and coiled 
heater assure low hum and low microphonies. While 
we're discussing audio tubes, the Sonotone EL34 and 
EL84, available in custom matched pairs for push-pull 
applications, have been chosen to protect the quality 
of amplifiers made by leading hi-fi manufacturers. If 
they are good enough for selection by quality con- 
scious hi-fi manufacturers, they certainly will make 
excellent replacements. 
: Then there’s the bread-and-butter TV tube 
. types — 1B3GT, 1G3GT, 1X2B, 3BZ6, 5U4GB, 
P ) GALS, GAQSA, GAU6, 6BZ6, 6CBGA, 6DQ6, 
12AUT, to name a few. Each is 100% tested 
’ — short and continuity, heater current, noise. 
No noisy or gassy tubes, just sparkling TV 
pictures and crisp clear sound when you re- 
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you cam now paint it with flat 
paint to reduce light glare. 

Now trim the grat 
so it fits loosely and s 
the strip intu a circle 
front of the graticule as shown 
photo below. The graticule can 
rotated for adjustment hut is held f 
in place for use. 


place with Sonotone, 

334 tn, In critical UHF — the Sonotone 6AF4A and 
UBE Ta 6DZ4 employs a coiled heater rather than the 
T " less expensive folded heater found in other 
ES F tubes. This means lower hum or hum modula- 

TYP is tion, lower microphonics, 
(hard secant Ee For every replacement, Sonotone tubes offer 

‘industrial) & extra 
For complete list of tubes, write 
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